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ORIGIN EB-07 

INEO OCT-OI CIAE-00 COME-00 DODE-00 NSAE-00 RSC-OI TRSE-00 

EUR- 12 AEC-05 ISO-00 /026 R 

DRAETED BY EB/ITP/EWT:LROSS:ERS 
APPROVED BY EB/ITP/EWT:RB WRIGHT 
DEEENSE/OSD-DSCHROEDER(SUBS) 

RPE 

046137 

R 02:227Z JAN 75 
EM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONEIDENTIAL STATE 000651 

EXCON 

E.O. 1 1652: XGDS-I 

TAGS: ESTC, COCOM, GW, GE 

SUBJECT: GERMAN SIGNAL GENERATOR TO GDR - IL 1529 
REF: SCOM DOC (74)425 

REGRET THAT WE DO NOT YET HAVE AN AGREED US POSITION ON 
THIS CASE. IT IS NOT CLEAR TO THE TECHNICIANS THAT AN 
INSTRUMENT WITH INCREMENTAL FREQUENCY RESOLUTION OF ONE 
HERTZ IS NEEDED EOR THE DEVELOPMENT OE A SPECTROMETER. IE 
ORDER HAS NOT ALREADY BEEN LOST DUE TO EXPIRY OP PUNDS, 
USDEL REQUESTED TO ASK GERMAN DEL EOR A FULLER EXPLANATION 
AS TO WHY THE ACCURACY WHICH CAN BE OBTAINED BY THIS 
SIGNAL GENERATOR IS REQUIRED. INGERSOLL 
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